1st  Congregational  Church  on  the  Green, 
Cheshire,  Conn. 


"The  Church  should  hax'e  a  tapering  spire. 
To  point  to  realms  where  sin's  forgii>en. 
And  lead  men's  thoughts  from  earth 
to  heaxien."—]ohn  E.  Woodrow 
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